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BILL NO. S- 73-10 



SPECIAL ORDINANCE NO. S- // f- '73 

AN ORDINANCE approving certain purchase 
orders with CENTRAL SUPPLY COMPANY and 
UNIVERSAL ELECTRIC CO. for 101,000 feet 
of wire and 150 heavy duty fuse cutouts, 
respectively. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. Certain City Utilities Purchase Orders 
Numbered 2065, 2067 and 2076, dated October 4, 1973 and October 
5, 1973, respectively, between the City of Fort Wayne, by and 
through its Mayor and the Board of Public Works and CENTRAL 
SUPPLY COMPANY and UNIVERSAL ELECTRIC CO. for: 

Central Supply Company : 

(P.O. 2065 and 2067) 

50.000 feet Triplex service wire $9,585.00 

51.000 feet Duplex service wire 2,473.50 

Universal Electric Co., Inc : 

(P.O. 2076) 

150 50 AMP, 5000 volt, porcelain 

housed, heavy duty, high in- 
terrupting capacity, indicating 
fuse cutouts 2 , 310. 00 

TOTAL $14,368.50 

as more specifically set forth in said City Utilities Purchase 
Order No. 2065, 2067 and 2076 which are on file in the office 
of the Department of Purchasing and are by reference incorporated 
herein and made a part hereof, arehereby in all things ratified, 
confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and 



APPROVED AS TO FORM 


CITY ATTORNEY 


Read the first tine in full and on notion by 5 seconded by 

and duly adopted, read the second tins by title and referred 




to the Connittee on 


/ 


t- 


j(and--the-Jli±y Plan 


Cossisriron^Tbr recommendation) and Rublxc hearing to bedTeid - " axter due legal notice, 
at' the Council Chambers, Ci Ly -So mly Building,, "Forr Wayne, Indiana, on--- ^ r , 


th? 


nday^of 


19 7_ 


_ y 3- 


o ’ clock P.IT.,E.S.T . 

Date: ■ S £ q2 3-7n 3 



CITY CLERK 

Read the third tine in full and on motion by ‘ , 

seconded by , , and duly adopted, placed on its passage. 

j/r 

Passed (LOST) by the following vote: 

MAYS © , 


AYES 


BURNS 


HINGA 
BEAUS 
MOSES 
MJCKOLS 
SCHMIDT, D. 
SCHMIDT, V. 
STIER 
TALARICO 

DATE: ' 



ABSTAINED 


ABSENT 


/ t o-wit : 






CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 

as ( Zonang-4fepj-4feag gal 1 L Annexation ) (Special) (-Ap propriation) - Ordinance 
(itesdSuoion) No - / / // ~ 7 <3 on the , /<£ d ay of 197^. 



ATTEST: . (SEAL) 

&-*L" 


^OFFICER 

nation the 


Cm CLERK 

Presented by me to the Mayor of the City of 
day of 

y 


■; 197 _j£_, at' the hour o'f ■ ^ o' clod 


_M.,E.S.T. 





Approved and signed by me t Ipa 
- y^ o ' clock 



ay 03 


CITY CLERK 

_ 7 197co^ — , 


M.,E.S,T 


MAYOR ' 


Bill No. S-73-10-57 


REPORT OF THE COMMITTEE ON CITY UTILITIES 

We, your Committee on City Utilities to w h om was referred an Ordinance 

approving certain purchase orders with CENTRAL SUPPLY COMPANY 
and UNIVERSAL ELECTRIC CO. for 101,000 feet of wire and 150 
heavy duty fuse cutouts, respectively. 



THE CITY OF FORT WAYNE 

board of public works 



October 8, 1973 


The Common Council 
Fort Wayne, Indiana 

Gentlemen and Mrs. Schmidt: 

Pursuant to the extensive lighting program now going on, it is necessary 
for materials to be ordered well in advance to prevent work stoppage due 
to inadequate materials inventory. 

We are, therefore, requesting "Prior Approval" of the following City 
Utilities Purchase Orders: 


P.0. 




No. 

Material 

Vendor 

Cost 

2065 

50,000‘ Triplex Service Wire 

Central Supply Company 

$9,585.00 

2067 

51,000' Duplex Service Wire 

Central Supply Company 

$2,473.50 

2075 

150 Heavy Duty Indicating Fuse 




Cutouts 

Universal Electric Co. 

$2,310.00 

Said 

purchase orders will be submittec 

1 for Ordinance number October 23, 

1973. 





JDB/ss 

Attachments 


Very truly yours, 
BOARD OF PUBLIC WORKS 






SHIP TO — 


Light Construction 
1701 S. Lafayette St. 
Ft. Wayne, Indiana 


MAIL ALL INVOICES TO - 
CJTY UTiLJTHES 

GENERAL ACCOUNTING 
4ih FLOOR C2TY- COUNTY BU3LD3NG 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , SND3ANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION- AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


QUANTITY 

RECEIVED 


QUANTITY 

ORDERED 


DESCRIPTION 


ACC’T. OR 
W.O. NO. 


UNIT PRICE 


50,0Cj0 Ft. Triplex service wire, consisting of 
2-1/0 stranded aluminum conductors, cross 
linked polyethylene insulated, and 1-12 
(Reduced Neutral) stranded, either 5005 
or 6201 Aluminum alloy bare neutral. 


E 1 54.0 

' X 

‘ ’ I 


91.70/m* 9585 


00 


Code Name: ” Kench-Ra ne 1 I a/X LP". 

Ship on NR of 1000 ft. each. 
Plus Metals Escalator 

For Immediate shipment - S LP 


Quoting Southwire 
Freight Allowed 
Delivery: 8-10 Weeks 



SUBJECT TO COUNCILMAN 1C AP£BOX£0, 
— „ — — ~ “ Tk T T L h 


ATTENTION 


SB/ I e #73-250 


Send oil Invoices to General / 
4th Floor, City-County 4 
.1 c.. iviain St. 

Fort Wayne, Indiana 46 
Show P. O. Number on Pac 
and invoice. 


I 

■ 

ccountinc 
Idg. 


302 

dng Slip 


/CASH DISCOUNT WILL DE TAKEN 


NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% 



3025 Wells St.- 2202 Kilgore Ave. 

Fort V/ayne, Indiana 46309 Muncio, Indiana 47304 
Phone: (219) 483-1121 Phone: (317) 288-0228 


/\u~- 



1066 Ridge St. 1071 Prosperity Rd. 

Columbus, Ohio 43212 Lima, Ohio 45801 
Phone: (614) 486-7761 Phone: (4J9) 227-7613 




^ H . OO /jvV -V- 'NVQ r -><?vuS . 



^V-C CVPaC % 

/\/Y r 


^WVtxokxvv — rwv V'w. 


Vk~© 


WC-ATHERHEAD FITTINGS & HOSE 
CHAIN • SPROCKETS • V-BELTS • REDUCERS • GEARS 


LJ Li 


■jJJ U 

crrY ismsi’BS: 


PURCHASE ORDER NO. 


r 


L_ 


department of purchases 

ROOM 950 CITY -COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


Centra! Supply 
70 1 E. Wallace. St. 
Ft. Wayne, Indiana 


This number must appear on each pack** 
age, packing slip, invoice, bill of Taciing,, 
oss receipt and correspondence. 


SHIP TO 



a 067 




Light Construction 
1701 S. Lafayette St, 
Ft. Wayne, Indiana 


MAIL ALL 


. NVOlCES TO - 
CUTY UTIUTSiES 


GENERAL ACCOUNT3NG 
4th FLOOR C27Y- COUNTY BUILDING 
NUMBER ONE EAST MA8N STREET 
FORT WAYNE, INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
:■ ■.CERTIFICATION AS REQUIRED BY 

INDIANA STATE BOARD OF ACCOUNTS 


QUANTITY 

RECEIVED 


QUANTITY 

ORDERED 


DESCRIPTION 


ACCT. OR 
W.O. NO. 


UNIT PRICE 


E I 54.0 2 


51,000 Ft. Duplex service wire, consisting of; 
|-#6, 7 Strand Aluminum Conductor, ■ ; 

conventional polyethylene Insulated, .and 
. . . I — #6 Solid, either 5005 or 620 1. 

Aluminum Alloy bare neutral. D . 

Code Name "Kazoo-Setter” . . (PVC I nsu I ati c 

Ship On Non-Returnable Reels, 3000 s each 

Delivery 6-8 Weeks 

F.O.B. Fort Wayne, Indiana 

SLP 

S U B J F CT TO CO UNCI lh\ MAJl^££EQML 


n) 


attent^..^, 

Sond 4y!‘TtooLc;iy-Courty bids- 

1 E. Main ou 

port Wayne, Indiana - 

Show P. O. Number on Packing 

and Invoice. 

SB/le Z/73-2 38 


48.50/ 


m 1 2473 


.50 


/ Lj -r — 5 — — / — 

'/ city Wr£TrlE<f purcha/inc 


SUBJECT TO CONDITIONS ON REVERSE SIDE 


U U / | Q? ir t S ' w — ... ... 

NOTE: TERMS OF PAYMENT MUST BE SHOWN ON. FACE OF INVOICE. OTHERWISE A 7% £b.SY\ DISCOUNT^ WILL BE TAKEN, 

x ^ /[/ . . 



3025 Wells St 2 202 Kilgore Avo. t 066 Rid,oSt. P' ' 

Jv/ayne, Indiana 45808 Munoie, Indiana 47304 Columbus, OM*4M I 2 Luna. \ Jb , 3 

Phone: (2.9) 483-1121 Phone: (317) 288-0228 Phone: (614) 486-776. Phone: (419) 227-7613 

G>'- c 3 


Co 


bo— ©- -SS>\ 




p* VV-£V2?<=L- 


-Cisc^^vCl^ 

, IT) / /^- f y 

A} cX (XX~ 


(3X'v( =: ( 2 ^fO' Q=rV_£r Cn[ 72/V-< — " 


no/ (VA 


WEATHERHEAD FITTINGS & HOSE 
CHAIN • SPROCKETS • V. BELTS • REDUCERS * GEARS- 


kWh U U YW Li 


<S» ! 

fe>! 


jj|J| l-F 


JflES 


207 ii 


r 


L 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY -COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 

Universal Electric Co., Inc. 
9 th & Wain ut 
Muncie, Indiana 
Atten : Phi I Van Winkle 



PURCHASE ORDER NO. 

This number must appear on each pack 
age, packing slip, invoice, bill of lading 


\ 


. ... OATE-^-.0.C-t- 


A express' receipt ancUcoj/espondence. 


i/ 




J 


SHIP TO 


Light Construction 
1 70 1 S. Lafayette St. 
Ft. Wayne,' Indiana 



MAIL ALL INVOICES TO - 

CITY UTILITIES 

GENERAL ACCOUMTIMG 
4th FLOOR CITY- COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
''‘CERTIFICATION.. "-AS REQUIRED BY 

INDIANA - STATE BOARD OF ACCOUNTS 


QUANTITY 

received 


QUANTITY 

ORDERED 


description 


50 


50 AMP, 5000 Volt, Porcelain Housed, 
Heavy-Duty, High. Interrupting Capicity, 
Indicating Fuse Cutouts. 

McGraw. — Edison No. FEIA4, or Equiv. 


Freight Allowed 
Delivery: Stock to 30 Days 
SUBJ ECT 


ACC'T. OR 
W.O. NO, _ 


E I 54.0 


unit price 


15.40 


2,310 


00 


Ssnd a!! Invoices to Genei 
4th Floor, City -Cour 
1 E. Main St 
Fort Wayne, Indiana 
Show P. O. Number on 
anci invoice. 


SB/ I e #73-226 


"NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE, 

BY 

CITY UTILITIES PURCHASING ADEN 



UOJF.CT TO CONDITIONS ON REVERSE SIDE 


rcV»M 






0 



(jjuul tlf/rc- ■ e- 1 ■' c/pc § 

J£>$A/ SGA?C?&C& 


0 ^/ 6 ^ 




HKJ' •.?!/•••;'•' ' 

| ..#<$(> i , yZ-' 




DIGEST SHEET 


s' 7 


TxVT.'ii: OF OHDIF A KCE 


.City Utilities Purchase Orders #2065, 2067, 2075 for lighting 

~ . * materrrarFs- 

DF : 'f’f'Tv'TFTjJ'r p f ft ; 1 qt't nt rj ry-rm wr a 

' OaU.u : u,iHu.!.', Board of Public Wo rks 

S.'. FOFblS Of 0F,O; ArsCl 1 '. A pproval f or the purchase of the following materials 


to be used for lighting projects: 

#2065 50,000’ Triplex Service Wire -- Central Supply Company 

$9,585.00 

#2067 51,000' Duplex Service Wire -- Central Supply Company 

2,473.50 

#2076 150 Heavy Duty Indicating „ universal Electric Co. 

2,310.00 

Fuse Cutouts v 

Total 

$14,368.50 

(See Prior approval letter attached) 



* 

EFFECT OF PASSAGE Inventory for lighting projects. 


. 




EFFECT OF NON '-PASSAGE No inventory in stock. 

• 



MO:\A.v iMYOiF/FD (Direct C o, c jt,b Exoandiairos, Barra 

J j- j - * • c> K ’ 1 / 


Total cost to City Utilities: $14,368.50 




